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(RAND OPENIN( 


BLACK OAK STATION -13 
6012 West 26th Avenue 


TUESDAY, JULY 28, 1998 
10:00 A.M. 


_ 


Honorable Scott L. King Richard Gilliam 
Mayor, City of Gary Fire Chief 


Station Roster 


DIVISION | 


Captain Daniel Henderson 
Lieutenant Alonzo McDaniel 
I:ngineer Wendell Harris 
Firefighter Roosevelt Mays 
Firefighter Sam Elmore 
M413 - TBA © 


DIVISION Il 


Captain Alfonso Holliday 
Lieutenant John Leslie 
Engineer Mark Jones 
Firefighter Robert Malicki 
Firefighter Brian West 


DIVISION Ill 


Captain Donald Campbell 
Engineer David Denney 
Firefighter Sheldon Skinner 
Firefighter Robert Jones III 


PROGRAM M E’ 
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WELCOME «ca 2iwseteu ws Fire Chief Richard Gilliam 
SPECIAL ACKNOWLEDGMENTS ......... Fire Chief 


Richard Gilliam 


SPECIAL REMARKS .... Honorable Mayor Scott L. King 


REMARKS ...... Frank Ballard, 3rd District Councilman 
of Oot 
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Alex Cherry, President 
Clorius Lay, Vice-President 


Gardest Gillespie, Ist District 
Shirley Bynum, 2nd District 
Frank Ballard, 3rd District 
Cleveland Rouster, 4th District 
Cleo Wesson, Sth District 
Chuck Hughes, At-Large 

Roy Pratt, At-Large 


Emmett Sellars John Matson 
James Mays James Alexander 
William ‘Todd Randall Williams 


